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II.
GOVERNANCE
The Forum shall be governed by a core group, known as the Forum Council, which shall be responsible through the President to the Council of the National Academy of Sciences. The Forum Council shall be composed of seven members chosen for breadth, distinction, and credibility, in the manner described below. The Chair of the Forum Council is expected to give up to half of his or her time to the work of the Forum, and the other members of the Council approximately one-fifth each.
The members, and the Chair, of the Forum Council shall be appointed by the President of the National Academy of Sciences with the advice and consent of its Council, upon the basis of his judgment as to their distinction and credibility, and considering the advice of the private and public institutional endorsers of the Forum. Because engineering and medicine are important elements of university research, the President of the National Academy of Sciences will consult with the Presidents of the National Academy of Engineering and the Institute of Medicine with respect to nominees in these fields. Replacements for the members of the Council shall be made by the President on the same basis. The members of the Forum Council shall serve staggered terms of three years and be eligible for reappointment. Council members shall receive such compensation as appears to the President of the National Academy of Sciences to be appropriate to their commitment to the work of the Forum. The Forum Council shall hold such public meetings for the discussion of key issues as it may deem advisable from time to time; and the Forum Council is responsible for the issuance of such papers as are appropriate to the conduct of the Forum's business. The Chair of the Forum shall report annually to the Council of the National Academy of Sciences and will provide the Council with its background papers, minutes, and summaries as they become available. The Council of the National Academy of Sciences shall determine an appropriate review mechanism for Forum reports.